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Message Text 


UNCLASSIFIED 

PAGE 01 TEHRAN 07443 311345Z 
43 

ACTION NEA-10 

INFO OCT-01 ISO-OO EB-07 INT-05 OES-05 NSF-02 /030W 

019291 

R311250Z JUL 75 
FM AMEMBASSY TEHRAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2783 

UNCLAS TEHRAN 7443 

E.O. 11652: N/A 
TAGS: BEXP IR 

SUBJ: METEROLOGICAL INSTRUMENTS EXHIBITION, IRAN 
REF: STATE 1 18414 

t APPROXIMATELY 50- 75 ATTENDEES CAN BE COUNTED ON FOR THIS 
SHOW. NO MORE THAN 200 ENGAGED IN THIS ACTIVITY IN IRAN. 
APPROXIMATE ATTENDENCE INCLUDES IRAN METEROLOGICAL ORGANIZA- 
TION (IMO)- 50, IRANIAN AIR FORCE (RAF) - 15 OTHER 
MILITARY - 4, AND CIVIL AVIATION AUTHORITY - 5-10. 

2. SEMINAR IS WARRANTED AND WILL INSURE ATTENDENCE AT THIS 
JEEP. SEMINAR INPERATIVE FOR IRAN METEROLOGICAL ORGANIZATION 
ATTENDENCE. 

3. RECENT ACTIVITY BY IMO AND IIAF INDICATES LARGE MANAGEMENT 
CONTRACT BEING STUDIED FOR OVERALL IMPLEMENTATION OF THE 
METEROLOGICAL PROGRAMS OVER NEXT FEW YEARS. PROPOSAL IS 
JOINT NONF.YWF.LL RAYTHEON. SUGGEST YOU CONTACT THESE COMPANIES 
IN THE U.S. AND COORDINATE WITH THEM THE EXHIBITION HERE IN 
TEHRAN. CONTACT: 

HONEY WELL INSTRUMENT DIVISION 
DENVER COLORADO 

AND 

DAVE BUSHHEL 

RAYTHEON SERVICE COMPANY 

UNCLASSIFIED 
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BURLINGTON, MASS, 

IF THEIR PROPOSAL IS ACCEPTED, WILL BE IMPERATIVE TO WORK WITH 
THEM IN PLANNING SHOW. 

HELMS 

UNCLASSIFIED 
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Disposition Case Number: n/a 
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Executive Order: N/A 

Errors: N/A 

Film Number: D750264-0957 
From: TEHRAN 
Handling Restrictions: n/a 
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ISecure: 1 
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